I conclude  that the practice constituting  the violation of  the roof
control plan found by Judge Cook was reasonably likely  to result  in a
roof  fall which would  injure a miner.     There is  the further fact  that  a
fault was running through  the roof  strata and  it  was not certain at  the
time  the citation was  issued what  course  it was  following,     Should   it
intersect with No.  1 entry what was a solid sandstone roof would become
a much less stable soapstone roof,   and a fall would become even more
likely.     I have already found  that   if  an injury occurred  it would  be
reasonably serious,

Therefore,   I conclude  that  the violation found by Judge Cook to
have occurred,  and to have been  the result of Contestant's unwarrantable
failure to comply with  the   regulation in question,  was  of  such  a nature
as could significantly and  substantially contribute  to  the cause and
effect of  a mine  safety hazard.

ORDER

Based on  the  above findings of  fact  and  conclusions of  law,
Citation No.  624406 issued  under section 104(d)(l)   is AFFIRMED as
issued;   the Notice of Contest is DENIED and this  proceeding  is
DISMISSED.

James  A.   Broderick
Administrative  Law Judge
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